From: 

Sent: 

To: 

Subject: 

Attachments: 


Saunders, Della (DPH) 

Monday, February 27, 2012 6:59 AM 
Nassif, Julianne (DPH) 

FW: Drug Lab Time Log & Time Sheet 
20120227064355444.pdf 


Good Morning Julie, 

Here is a copy of last weeks time logs and time sheets. 

Della 

-Original Message- 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner(5)massmaiLstate.ma.us1 
Sent: Monday, February 27, 2012 6:44 AM 
To: Saunders, Della (DPH) 

Subject: 
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